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- 10 June 1959 


SUBIECT : Termination Charges -- Call Contract No. 
HF-CT-692 -~ The Firewel. Co., Ine. 


Attached are aigned copies of Exhibits 56-11, 58-12 and 56-15 
on Contract No. HF-CT-692 with The Firewel Company, Ine. These 
exhibits represent termination charges resulting from partial 
terminations of Produstion Lista 59-11, 58-12 and 58-15. 


Ho termination iaventory results from partial terminations 
of the Production Lists. 


The Contractor's claims appear fair and reasonable and the 
Price Exhibits have been accepted on behalt of the Government. 


SIGNED 


25X1A9a 
Contracting Officer, BDFD 
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ORIGINAL DOCUMENT MISSING PAGE(S): 
ATTACHMENTS SPIE SPINS 
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CANCELLATION ADDENDUM : 
Approved For Release 2000/08/16 : CIA-R 1B00878R000500130116-0 2 \ 
ss Exhibit No: 58-11 To Contract HF-CT~692 | 
Date: April 27, 1959 


From: The Firewel Compan 
(Contractor) 
0: 25X1A9a 
(Contracting Officer 


BNR aa Ra cea Pa PG Soup, ait 
two, No, : Nomenclature Qty. Unit Price Total Price 


* 


f 


1 S621BL Pressure Suit 5 $16,92 $ 84.607 
2 S621BL Pressure Suit 13 $16.97 $220.61 ° 
: 5 
Total Subcontract charges (David Clark) $233.95 : 
G&A @ 18.6% 43,51 
Profit @ 10% 27.75 
TOTAL: $305,201 
Delivery: ( pane 
Prices are fair and reasonable and this ; 


Exhibit is hereby approved. 


Contractor warrants prices conform to the 


$ 5 price formula in effect to date of the 
Exhibit, 
25X1A9a 
= (CONTRACTING OFFICER) | 25X1A5a1 


SIGNED: 
Approved For Release 200 - CIA-RDP81B00878R 


C223) 


